Newsweek dated 9/18/72 had a sketch (p.§l) if the Watergate complex as part ox a long story 
that, while labelled as the result of the work of a "special investigative team" mnidenti- 
fied except for its two leaders, actually presents nothing really new except that AcCord 
had but a single client . This sketch may bear on the requirements of the electronic Equipment 
for the job. . . Virginia Avenue runs 1 NW and SE. New Ham p shire Ave runs NE-SW. Virginia 
separates, the complex from the Howard Johnson's, which is on the HE side. The HJ room 
seems to have been on the street side, which is both closer to the Watergate by a short 
distance and what may be more important, not separated from it by any steel used in con- 


struction. The Watergate is heavily steel framed, 


1 recall seeing it when going up. 




The Demo hq are shown on the Sir! side of the Watergate. That is, the entire width of the 
building separates these offices from the Howard °ohnson motel. I am not 


on modern radio, 




but based on limited knowledge of the jpast, the steel in the building could absorb and/or 
■deflect signals, particularly weak one. Thus the mineraturized stuff that delights the spQoks 
•might well have been ineffective. It might well have produced tooweak a signal for xsgsheess&e 
clear taping and subsequent transcription. If the words of the indictment are to be credited 
as reported in the Post, the cost of the receiving equipment might bear on this. - 4 1 is given 
as ^3,500. Now an adequate receiver and an excellent sysMm ox overlapping r ecorders 

can be bought for considerably less. Either this receiving equipment represents! great 
extravagance or it represents a great need, for the kind of sophisticated equipment that 
can do well with an undependable or weak signal. 



